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OFFICE OF THE DIRECTOR 


(c 3- / ‘//v 


Action Memorandum No. P : *6 


Date 



TO * ^Aef, DameEtic Operations Division and. Station 

' aA ’ Deputy Director (Plane ) 

SUBJECT ; Delinquent Pitreec Report?. 

REFERENCE: 


■*-* Y ‘f a ere aware or my interest in the quality of fitness 
reporting in the Agency and can appreciate, 1 aa sure, that time- 
_-inese is a critical consideration. You should he concerned, as 
■*• There reaain outstanding tvo reports, due before the 

end of 15)62, for vhich you are reaper Bible. 

2. Please advise me by 16 March vhat action you have taker 
to remove these delinquencies. 


25X1 


Distribution: 

Original - Addressee 
X - bd/p 

1 - Bf. Dir./DCI 
1 - 

1 - DBS/QP/POD 


op/porf 


(5 Mar 63 ) 


Signed) Marshall 3. tav.c 

Marshall S. Carter 
lieutenant General, USA 
Deputy Director 


SUSPENSE 


^1 f "ISftftJf jf 


C^> 

«• 

o 

o 



C 0 ?! F I 2) E H T I A L 

Approved For Release~2M2/09A^s i GfiA*R@F8UB01 676R( 


GRSuP 1 


*ti«4 


doclassiiicatlon 


A 

C 

T 

I 

O 

N 


M 

E 

M 

O 

R 

A 

N 

D 

U 

M 



